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CINCEUR FOR POLAD AND OPS 

CINCUSAFE FOR POLAD, OPS AND INCO 

CINCUSAREUR FOR POLAD, OPS, AEAGC-COC & AEAGB-CI 

E.O. 11652: N/A 

TAGS: PFOR, PBOR, UR, WB 

SUBJECT: INCIDENT IN SOUTH CORRIDOR 

REF: USBERLIN 877 

1. ON MAY 12 BRITISH CHIEF CONTROLLER IN BASC 

DELIVERED TO SOVIET CHIEF CONTROLLER FOLLOWING ARAL STATEMENT 
ON MAY 7 INCIDENT IN CENTER CORRIDOR (PARA 6 REFTEL); 

WITH WHICH FRENCH CHIEF AND ACTING US CHIEF CONTROLLERS ASSOCIATED: 

BEGIN TEXT: 
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WITH A RED STAR ON ITS FUSELAGE OVERTOOK AND TURNED 
DIRECTLY IN FRONT OF A BRITISH MILITARY AIRCRAFT THAT 
WAS FLYING ON A PROPERLY FILED FLIGHT PLAN IN THE 
CENTER CORRIDOR. THE INCIDENT OCCURRED AT A POINT 
ABOUT 60 NAUTICAL MILES TO THE WEST OF TEMPELHOF 
CENTRAL AIRPORT. THE FIGHTER AIRCRAFT CROSSED IN 
FRONT OF THE BRITISH PEMBROKE AIRCRAFT AT THE 
DANGEROUSLY CLOSE DISTANCE OF 50 YARDS. THE PILOT 
OF THE FIGHTER AIRCRAFT VIOLATED QUADRIPARTITELY 
ESTABLISHED RULES OF FLIGHT FORBIDDING THE OPERATION 
OF AN AIRCRAFT IN A NEGLIGENT AND RECKLESS MANNER SO 
AS TO ENDANGER LIFE AND PROPERTY. 

THE BRITISH AUTHORITIES REQUEST THAT APPROPRIATE 
STEPS SHOULD BE TAKEN TO PREVENT A RECURRENCE OF 
DANGEROUS INCIDENTS OF THIS KIND. 

END TEXT: 

2. SOVIET CHIEF CONTROLLER ACCEPTED STATE- 
MENT FOR TRANSMISSION TO HIS AUTHORITIES. SELIGMANN 
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